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PRRs INC DOSUMENT 


TO: DEPOT , Ih} VICE 
STOCK NUMBER NOMENCLATURE MODEL GEANTITY = 6st 
1, 6625~00-0191 MILLIAKFTER 1 
2, 6625~00-0189 (iva BRIDGE ,UNIFERSAL TF#1313 1 7 
3. 6625~519%1755 INDICATOR AP 415B .2 * 
hb, 6625-821~2685 YeOPE.6O GENERATOR 218AR 1 zZ4 
Se 6625—00-0163 47D. od DUAL PULSE UNIT 2198 1 Pan 
6. 6640—608--3538 DOLL OSCILLOSCOPE -1 x 
To 6625-649~2639 OSCILLOSCOPE 511A 2 #* 
8, 6625=539-B668 COUNTER 5248 1 am 
9, 6625-00-0196 /690,0%  AMPLIFIER,MICROJAVE ALFRED 507 1 iC 
10, 6625-00-0197 /6o.0% GENERATOR HEAD ALFRTD 6B7013A 1 vt 
11..6625=650-0597 COUNTER HP 523B 1 “ 
12, 6625-00-0198 «082.0 RECORDER ANTENNA 'ATTERN W/POSISITIONER = 1. R 
13, 6130-00-0047 1390.29 POWER SUPPLY LOBA 2 a 
Ube 6625-00-0169 )VGe.00 MICROWAVE ANPLIFIER 502 1 ' 4 
15, 6625-714-3992 ‘Yee OSCILLOSCOPE 545A 1 bes 
Loe i 
V5 S625 yyy wast tne AMIE | 
25X1A 
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** Govennment furnished property returned--not procured by 
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o HANGED TO: TS sc af 
MEAT RE VlicW DATE: nen «4 1 hl Yj 
ATH: HAT ¢ > _ SA 
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en Approved For Release 2001/07/27 : CIA-RDP81B00879R001100050123-3 ee 
, RECHLVING DOGUNERT 


25X14 —— 
TO: DEPOT . | = f0L08 
STOCK NUMRER NOMENCLATURE MONET, NO. qantimy  ** 
1. 6625-00-0199 42497 PLUG IN UNIT TYPE A i to 
2, 6145-283-9476 CABLE TYPE RGSA/V - 20 FT. * 
3. 6625-553-8152 MULTIMETER MODEL 400A i o 
hy 6625-553~L781 VOLTHETER OKA ~j cl 
5, 6625-00-0167 /o92.00 GENERATOR HEAD GA20L, 1 j : 
6. 6625=00=0170 jve.o0 MICROMAVE AMPLIFIER 505 i he 
7, 6130-00-0048 44e.e0 POTER SUPPLY ALFRED 254. ] Pare: 
8, 6130-00-0049 g/0,e0 PONER SUPPLY FLUKE MODEL 412A ‘ ij 
9, 6625-00-0165 /¥ro,09% AMPLIFIER,MICROWAVE 501 : pe 
10. 6625-00-0168 = s7v 0-¢% OSCILLATOR MICRONAVE — 605 : be 
LL. 6625-00-0166 «4 go..00 GENERATOR HEAD GA~102 Z fz 
12, 6625-00-017L 72-90 CSCILIATOR,MICROWAVE 622 2 le 
13. 6625=643~1670 VIvVM _ HP 00D ik sox 
Lye 6625=752~8622 SIONAL GENERATOR HP 616B i « 
‘ D 2 Wek 
a eee TLE TST ITE TTD 


RECEIVED BY 


DATE Zz OC, 
* Not billed as capital equipment 


** Government furnished property returned--not procured — : 


i 
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RECEIVING DOCUMENT 


FROM 

TO:DEPOT 

STOCK NUMBER 
5960-00-00K8 9 3 roo. 90 
5960-00-0047 Soo. 90 
5910-669-4.913 
581,0~-B05-8129 * an 
5an0—605-6n28 °F 7° 
5985=00-0016 
5985-00-00L7 7, 8 2. 25 
5960=-00-0049 3% 76T. oo 
5975~712=5818 V7" aa 
5985000018 OPO 89 

TTT ATT 


LAST 


NOMENCLATURE 
TUBE 

TUBE 
CAPACITOR 
POWER SUPPLY 


POWER SUPPLY 


POSITIVE ANTENNA 


MODEL No. 
260 
1179 


C282é. 
C281M 
PAE 23D 


LOG PERIODIC ANTENNA P/N501866 


TUBE 


RACK ELECTRICAL 


P/N X=362 


FRe27A 


PARABOLIC ANTENNA 16 FT. 
mem ASIST 


* Not billed as capital equipment 
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“© ehGCRIVING OCCUMENT 
OMA no: i 
TOsDEPOTr ~ 
STOCK NUMBER NOMENCLATURE MODEL NO. 
msF8~- 
Lo 4935-71 201961 fe.ce GENERATOR 
rs o~ 
20 4935=713~7671 _ 1. ee POER SUPPLY W/SUMMING AMPLIFIER 
CCAS 00 -O/ 6 ¢ 
36 93 5 9 ‘§v@,0OAMPLIPIER MICROWAVE 56752 
bo 7195=285=5910 TABLE,""ORK 
5. T105"205~-1050 CHAIR, FOLDING 
230,03) 
bo 71102271661 2" STOOL, STRAIGHT 
To T125—559=6382 ~ ' BIN STORAGE 


e 


5-00-0011 \PABLE,OFFICE 
WIAA T4 wast Teme PMT TS 
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TO: DEPOT 

STOCK NUMBER 
HM-SKI130004, 
HM=—SKI130002 
HM-SKJ130003 


- HM~SKJ1300011 


“HM-SK130009 
H¥-SKI130008 


RECEIVING DOCUMENT 


NOMENCLATORE MODEL No. 
SSB PLUMBING AND CONE 
L BAND 


S BAND 


VHF FINAL 
BOX CAR GEN 


Assembled portion of equipment that was being fabricated. 
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QUANTICT 
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RECONCILIATION OF CAPITAL EQUIPMENT 
PROCURED TO CAPITAL EQUIPMENT BILLED 


PROCUREMENTS ' 
Total of JM invoices (1 through 9) 


25X1A Total of other invoices ( 1 through 30) 


Less In-house research equipment included in the above 
however billed as in-direct 


Variance due to discounts, service charges and freight 
not considered in the above amounts 


Total 


BILLINGS 
Procurement listed on Fifth billing 


Procurement listed on Sixth billing 

Procurement listed on Seventh billing 

Procurement listed on Eighth billing 

Procurement listed on Ninth billing 

Procurement listed on Tenth billing 
Total 


. °°O “go. 


$ 4,932.04 
60,688.54 
$65,620." 


54130210 " 
$60,490.15 


200 2113 
$60,690. 31 


$ 3,941.95 ° 
6,735«30 © 
23,026.12 ° 
3,669.34: 
20,843.50 


$60,690, =1 
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